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StfftFT Mlftfa ftWfT 

16 ?£ 2005 

( MPiT8 TBEft a ft U<H 4lA P< fafqfaiw'wf/ 

Mwift % n%3ftnraifR% fas faPflw) 

"IT. 37-3/ftfaFT/2005.— ft 3 3lftcf, 2003 8>t 3lfft^THI ft^5T T*8> 

37-3/cftHcI (VI) 2003 ft 3FJHI? 3TftT^d fftfopft ft 3lfoa>8U | ft 3il? 3T%oT?T?ftk 
c|cn4lc*>) f^TftTT 8ft«W 3rfftfft8M, 1987 (1987 88 3lfftfft8? 52) eft q|?T 10 ft (<3) 
*3°^ (W) , ^0^ (tf), ^5 (t), ^P*5 (ill) (?) ft 818 8f%H HRT 23 ft 3F8ft? 

?RtT Slfftlft cRT lift? 8r?ft qdgtfNI MRH ft efcfeftcft ftlflT R8R 8>?ft 8Tft 

fftftftt fft?8fft8ToI8f/?iwft ft 5lft8 3ft? MdloH ft faPUPH ft fepr ft ftfft88 cRfift ft: 

: 

«J>) cUb*fltft ftlSIT, 3ft? mQi«|u| ft ftoT ft MRftn 3#? 

ft #8 ?Tf8tn 3ft? ^ F M T fildl eft ^ggj? <RHT I 
13) f^IWI M8 m coxA eft fftrft ft fftfe ftft mixmQcd /3ft8dlR<J>, 3FftMtl|Qcb 3ft? 

ft 3Rlftl ?88 ft 81 fftft 8 Rft 8 ftft&RB ?R 8 T? ft 8 fft 8 ft 8I?8 
ft Mfft ft ft ftft uRl8 u l 3ft? RejlRift eft eftfrpT ?ftftl 3F8 ft g f ftlch ft^fft, 
^Rlft 3ITft denfteft fft^TT ft feft 81 f^K*tl*1l 8P8 ft, R8R 8>?ft 8Tft ftftft 
fc)Vqfc|Elicit / ft? 8 TRt ft R 8 T 0 R ft] ?je 88 f^TcT 88 RT I 

**) ^ ^" 5 * ft ft) ^31 <&X*1I 881 ?lif^(fteb fftcblft gT?T 881 

fftftfor XTf^lftr sit? PPRft 88 XTRT? 3TJ«P8 eR?T I 

* ) ft fawfeawft / ftwftt 5i?r ?rft ftft) ftftfftfftft ft 

fftfteiift 88 88 ft? 8 >??T I 

^ : ) ft f^T8TT R5R 8)?ft ft ftlTJ ^cT ft?T ft 3 HT c8 l ftd / 

ft?8T3ft ft lft?l eft ftepft ft feP? W8 8T??T I 

1623 GI/2005 ,,, 



itmi 


f- 


2 THE G AZETTE OF INDIA:EXTRAORDINARY [Part III— Sec.4} 

tT ) eft eftt W cFRT cTSn HTHcTT - t* - HURT OTHT7 H? ^R2JT3Tt eft 

fcR^g-, vJtft SITciyqcF ft, cfO^lcRcb OT nvRI I 

ftf&R HR 3jfr WW 


1 ' ^ ™ ^ 3RTclflR wm ft - ach^lcfl ftl^TT 5fHR ^ 

cRi J^9T 3tk PTcfTpR eft feRJ fftfftjR, 2005 t I 

2. 4 ftPk+f HufR ft fHcft HcRIlftH eftt HlfhS ft ReR jftft I 

TRTKhRT: 


*P (4Pliifti ft PlHfdRsci ?nfftH # 3fhr ft f%R r? cH^j ftft f : 

1. HNcT ft dcI)W %$TT 5RR cRT ftt fftftftt fft?qfcaioR/ ftH>nft fftRcft 
mR^IIIWOH RTHefttrR T*ft ^fcRtTof eRlftslRt fekHRl 3tfa fftftt SRTH eftt 
nffftt # I 

2. HTCcfta f^Hf^JTcR / ftRT eft iff^ # fftlRR f sfa SRTcfflm gm ftfftcRT 

^ ft HRictmiRT t nan ftt Ruftteftt ftum rhr epftt eft f^ w^> t fftmeft 

mRuii^^^h wfttftt / fenfftn tztctwarf ftt mam ft fftiftt fftiNlftiuidq 

Cf> Rldcblm 3 ?)y ^TcFHt?cf eRlfts&ftl H^d f^k-tRl / f^fftHT 5RTR eftt uTTcft t I 

3. HTTH ft clc|>-41ci>l f^TgTT McjM cfRft HTft 144 ?fl fft?df4£lldfti / ^RTSTf eft HR 

fftlRR Hffttftt cRHX / cZRRanxj I 

4. vjfcnfo nfftnr gm ^ft nrrfciTn eftt ^ fftf ftnfti eft 3 rt 4 h cnft eft fct^ fftrmt 

fcRT ^inj, f44ift) f4?ciRtJlel4l / HW^ft gRT fifcftt ftt HR ft, RRH ft HHITf ^ 
vti$ 3Ri ftstfftfcn cRiftcbdm l 


spr fftfftnftf eft sixth ft vjii4 tnr eftt? fft^nfftiXTeR/ftran <tRm< 4 eftt hrh srrnfft / 
3T^fttHH eft I4dl RNd ft 3Flft ^t?lf&IeR cdi4coc 1IM eftt TanfHT/RxtTcR Hlft "eR^ft ffttHcft 
Rf^ITHHRR RIHcftffR 3tk ^fefHRct H^H f^cfRT/fM TfHTH eftt ^eft f I 

nf^RRTft 


^ HeR f4> ftnft ft 3Fnan 3rft^m ft : 


H>. 3RIdRl4 ft 3Tfftftct f 4n ft cfejjftteftt fftr$tT eft Hnf^ld fftcFRT eft teftj ft He! gHT 
3Rtc#nt atfftfftam (1987 nn 52) nft hrt 3 eft sraftn HJnfftw srfeor RRfttn 
Hcfiftlcftl fftsn nRMd I 

V 

^41^ ft 3tfftftci t rhjrr ft^pf yft stum Rim 3tf4fftnn eft araftn rrh ft 

OlVelfclcJIclij'i/ft'RT-ftf SRT HeJd cleR4)eft) f^T^TT cFtftsftftt eftt RcHlfftct eJRft 3ttx 

ftwi HT ehl4sh4 eftt HTRcR/fftHRJcfT eftt RmxRai cF?ft eft fftm mfftcfjcf fftc hTH 

t\ 
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*t. Fto nto ann n^ to n? fvitot toton ftto ftor tot t ftjg 
f^n# aroidRm arftonn ft Mftnifad ftor tot f to to to toft to an rrdQm 

3#to*r (1987 «8T 52) $ faj ^ £ | 
fttocRn to utoT 

1. 3TRcT ft HctlfH WT ft m f^^qf^eiicKl/ #WH to n^tol cZTcJWT to TfT STO 

to ^Kfl ft 5raTcR to 5Ttgq> totft ftt f^^vfl ItotolcHT/^to gRT 3T H1df^m cf>T 

ftto ftotot 3ii^c;H to nw nRn ft ^raflRr ^crraro gm snto anmft tort to 
to 3rra? r "ti«b t i toton ft# to favifti sro nnto totter ft# to toatora, 

dWT, vifr ’TT^cf 3 3TKRR cBTftibd JRR cIRft to fE^c|j £, to MR l folchd l cJjT 

nwiqd atotom # | 

2. toto^m fftftto ftotoicw/wrR torfeito to nra n roHicHch ftraRT 

efr to «n««i 3|to^ r , H«bi<i, ffterfftn ton, qreWsb+r, ijrenrof, to era? eft 
^rpt arafa to fenj arftf&n totoft fto, n?ton to aro ffttoR aifr to, to 
toft Ft, to to ft fftepRi to ||tj tofto tor ft anft<R to to war an r i tom 
to Ift^d totoRT fWtft (tofttarR) TO^d gto I 

3>. areft ftn ft to# totouicR/toaiR to jntotodT to wfto 
<tfto f<T ’^Rct ft ntoftn '^didi'H grn snftt ton tot anitor tortto i 

*F. ^F vjocl'tg tto |T? TORT TO to T*c?> to t% a t ltod) to# 

totoaTcra/^tor ato ^cr to ftn ft wrfftn ft to aiqft ijer ftn to 
m nroro stct to%n to# srt ar^fttfcn to ?R?nto t i 
7 t. ton?# totor«T arfitfftro to toft aro to^c-u atotom to arnftcr 
ntnr?£t/nnn/nRftter Stolen wain to tofttaRoi m*trito to to> to I 
v. *RtRic*ra> ^toraft to nroarar, nnro, tototo ^ junto to vto 
•Jicft ton, ton nton, nrsuanr, flran ^rto to fto, #d tot to 
^*id*i ajto ^ to HdicH fto, ftoto ftotom?ra/nwH to wton 
^tora? torn ato ^ ntoto srt ftotR to to ato to 
ft IftnjcT ftonn to fton h^m ft fto^n totom ftoft (to*ftarnr) 

^ ‘dq^ nfto, antoto" nar ft ftoft n«$g$d to> antod nan nft 
ftoeft ft to, 5000/- nto crt toid i 

toto.aiR. nfto anton 9 trt fttft n? amrato anton to ntot tor I 
nnr^trid jrm to atoto torito to amj# to to to toftftr ^ to ft 
^fto fton vdHji,! cRit 3ifto4d aton, to toft tofito to , to tor to 
toipft i 


3 . 
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SS5*--fi'JKstrv: 

=nft<t *} ^ I w «rafcH <st* * ft* x& frjfoa 

fa:M(3eJMi|/WRIH, fcRjfc OT^, ?f% a b* „ —ri 

finft ift t® w anfia so.ooo/- «, fofe ^ , 

® ?** ^m/WR wrra *fit<j, amraftm 

(an^fMh^) ^ * *, 4 ^ ^ 

4fo (amrthifhrs) **ft, #raH ^ ™ 

XzlUfzzzz 

*Z^l ^ ^ /?n 5™ %f^qr^T 3it™ 

*> ^ * tot sm^ir i ** 

S ^ ^ ^ * f^TT f^TT^TR fturf&rr 

^ 3> fclTT ^rsjt eft ^5Tpft c^t ufn^ft I 

STS; *" ** <^>. - 

’" a " * *"* T"*yi "rtw «i*r 
swfe aft ^ <n^t , anfc wfet ftft=, ^ m ^ 

^q,vu| n*»,u, H ^ clR^ 3RJCn 3RRIT tfiT f^uhl # I 

gTTH are mttra aS ^ ^ ^ 

S ^ ^ '™ mm * *** 

felfit $ ^ ^ ^ ^ 1 ;SRI,Ir;r * 

RSUH ^ Rv^|ef>yu( ftjRft ift vjn ^cBcfT # | 




[HFTffl—73^4] 




H^ITcR g»t arafe 4> 4t<M ^TWT c|5t gTCcT 3 3RI d4>4)<tO ?TWFff ^ gg<jeg 
^Tfn vsmpn ata gF aroraftro srt ito-w ir sn$ ftggf, fe ftggi , ^f f S^ggj 
ait? foiT-ftSsfi % snftig ^rni 1 


tjv^cb^ui q> fcpr 9T# : 


1. faSsft fo>gfaaioi4i/ gwigt ?t mt<T wfm tr ?g foftggf is aitftg f^n? 

^ ^ gr gr?g $ arlSrfogg gi ?jggg 

3Tf^rf%^m 4> SRI ?jf«RT gNcftg ?R8Iig il ^TTST g F^VlIcHcb cgg?«n g> 

*nSZT*T cbl4 cJR ?£ t? I 4)eld ^ RWR f44vf) Q^df^llld^l/ ?R8ngf cj> 

*TTO gs4Ww5kl'fl/feqR«( c2JcR8JT ailft efr ftnj qi~f F^ ujt RF^ ^ $ fa^IRM 
t amraflni srt ftltha arjgrfeg £ 1 gi* ^eng gra g£f fft 1 $g 
fitf^ggf ^ artftg f4r4t 4 ft ^ 15 ^ huhcR qft aFjgfcf g£t £tift 1 

2. WeT^ aci>41cin ftrSTT 3RR gR^ ^ feH? 31W JraicR 5HR4T cP?% ^ f^r ^ 
f^?ft f^tarag/gw g> f*nj ^er 4?r i f%?ft rt%kt srer ^err irs 

Cf) WSJ, yjfwi ite WJ cREr f, JlcUUH ^gfaflT *l£ ftft | 

3- f^f^aicRi/#WT g>i i»g> ggg tr^cT g>?gT Ftgr fagir g? gtfar f^u 

’TOT Ft fil) RKa 3 Wlsfi <Pt Weill g>t g£ f%4t/fek>i)RI Cfit 4JR £?I # RMdl FTO 

^ f4?q(4eirciq/#f8JT SRT 4JF-^?T 3 5RR cj>t ^9T 

f^lrot/focfrTT ^ HSW^c^l RTRT vSI U»* || | 

4 . fo&rft I4vq(4«idqV^wrait sri ggifcig for* an% gid ^arf&ra «j>j4fb*fi , 

RRuilM'W'bM f^filqi, fevdtRl 5RR an^ #', ^ g# gig fft, ^n % 
VJ ’ 1£ *’ ^r f^u*TR ^ I ^t4iPiq) mcRiqf4q<oi , f%Tgn ggn grr% gn dll<bi ( 

g^t«5TT gn anfe ^ g>r4 g# #n rnf^j gan fe f ft gi afrr 
^oT ijofa: gRidiuiki gr^qr i 

5 . dq> 4 )q>) ftlW M<JM fcHf («l'dq> qRoil+i'M'dM MdH fitnj uTTet f 

, gi<d 3 ^fuR^tjKi ^ fttegfitenagf/TOanaff tpt gg^cg gR?ftg 
f^firat g> ggR gpggi Ft*ft, g?i^ f*t> ^ 6 ^ f^PtulRd gigging c^t gfit 
Fteft Ftl 

6. giraM cgcRanait aragr aRRn c^ 3lcnfg gRg gi^i^gt g»t ggR gR^ $ 

ggtgfgraf gNRuarf g>t Mxwy gigrar ^ feirj fe4t, f^vglgi aragr ’Hidcb^d'i >rr 
w d*b41q)l Hicys»gK/4»i4»*ii gg^cgdi c^t artw gr^ f44ati 

Ry<i(^eii.d4f ^ HWicfi ir 3igmf^iq frt ggg5t gg^cddi gg4t w4t ^rfcf c^ 
gram ^ f^gR f^gr gmpTT gjt ^M, ?an4^; sfa a mid^N is qftPifa gt anggr 
^ arm ctg , ait f^PlRid f^rgi gmy, ^ f^ragR g#4t I ^ gmefi 4 aiFT ^4t 

U £3 C 7 ^/oS-Z 
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T?3TT#^ 3RTFT f4>4t ^Rtbl'ft f^cJjRI SRT FFet #t wrf^F 

^ 3DTraflnT SRT j^T FFtvRRf *4)tbR f^jTJT vHT wftMl cRt4 

$h 4 <*4i? (4«ll<< F Ft I 

7. **F vIMcjtl **>’<'11 <**** **F cb>MI 'Hcjftilcf f44?ft f^Ff^FITcRI/^RajT <ET 

'SrRFlte FtFT F>l4«>*i FRF FR# ^ # starf&TFT 

ftsifftF aft? writer eft fit fetft # i 

8. f^tt 44 m<tao>+i /cbi4si)*« eft, fvjj'd'4 4 ?t tin ttf^ f#F fcRct 4 3ttctt #, frf 
4 FFFT CRT* eft 3Ppf4 F#f ft vJTRnft I 

9. f44ftt f^?c|l4«ld<l/?R8II SRT FFlf^F F>t Fn4 FTeft f4f FFT FFTF 14^ FIT# FTft 
Fc^cE Micjyth*! , fuRTe# FftufW'M'M fM 3RIFT fftfttFT FFH f4>FT FTTFT Ft, 4 
f 4?T SHdl cfF Ftft, vjrflfcb 3TFIdRm gRT (4l#d eft vRITJ fuRTe# feRT ftft4F 
f^dQeilciF/'FRaiT eft ^pTeTT# CUT FF 3TcRR FFTF f4rFT v dHjFl | 

10. f444t %yf4^M<J/^R8IT SRT ftlffOT Fijft 3Tf4FFFT , f4Rl4 f^ur ft fftiRr 
<*4cft cit iratii ?nf4?T f , eft 4 >fot wft 31^*44 fftf eft Frp?4t ^ fft 4ft 
** u ll<4t FT vJFefc ’JoT 47T 4 3RTFT FRF 4 ^Wll4d Ft I 

11. f44ftt f4?gf4sJIRF/^RSIT eft f4?T , f4?T TRY RtRRmj , wft FeJTR eft tft?T # 
*T%T 3ik <it*yic»d ft fcITJ I4^d f4?IT-f44?4 eft 3Tf^T 4tFRT FRft Ftft F8JT 
^* 1 *P *pt ^ 4 «WI cJFRT $ FRF 4 f4f#F F^rf4ft 4 3TRlf4eI> f%R2R 

*T#t FtFT rTlf^TJ | 

12. FRF 4 cftl4si)d WejM cb^4 c||c4 ^feif^cT f4lMle|£llolFyRTW e|>T FF FrRFTfitFT 

FtFI f4> 4 3TFIdQlM 3j»j4l(4d 3Pl4 4 j-£ FT%cf cj)4 3lt? ^ #4 ^t 4t 

tF Ft, 4 TT^F FcFTCR FFeT SRT FRIRR FPF cl>4 f FT# FF«R FR4lF 

?t§lf4|ch 'TRSJT gRT 4t FSR f4)FT FFT Ft, FF 4t, FFFt4t FTf4f f^T5TT 4FT 
FFTFT3Tt, v4t dtb4l<l>t f4l5TT FFTF cR^4 # f^RTc# Ff^RHRcRnF f44t!tl f4^cj(4iJl<Hi| 

F>t telf) /f#7RtFT FFR f4vFT FTTFT f, t# 3TRRR c^St/^RSTT^Tt F# f44?ft 
f49Ff4lITcRI /FR8TT c# c#^S c# WT 4 FRTT u T Hj4| | | 

13. f44?tt (4^qf4aieiF #n f4?t, F(4(kt 4tRTFFT3Tt fsjt F ' ch4tch r l f4rw 4 

mcRJsh4i/cbl4sl)Hi c# FFTeR c# FFF 4 3TFTFf4lM c# FFPR? c# cf#^ Ft4t, ^FT 

f4) T3F# THTF-TIFF F7 ^Idd [4>dl vdR^II | 

14. FF (4pld4l <4 cRRlfRFF 4 (4)4t f4FT? c4 4 ft #t4 FY, FTCSRaRT Mff4cbl^) FRF 
^RF)R 4 ^rf4cT, ftraTT f4FFT FtFT FSTT 14f4t|j ^FT fathR c^FcT F# f4rctt FTT 
f4f4el RTTFTFRT #t FtFT I 


spa, 
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15. 3 mtdft T R cMlRR Ot # fet? V»li 3RT ?1^ fafecf W? Rfe 3?t ft RRT^ftcft 

<fr wm f^r fen? rrrt ^t I 

16. RRR ff m~i mf ff RF^ ft Rof ^ f^f^eiTcTOt/^WT3ft <pt fR 

Stfsl^JRRT cfr Stiff f*frt? vi!T% R>t cTTftef ft W. R$Rt cfr ftcTC ZJT 3 ihii 41 3t$#fR> 
W5f cfr 3TRR ft *jf, Sit iff RF<^ Ft, Rtf fftf ft 3TRraf$Pt % 3»^J*lt«S'l ^RT plRI 

3jk % stRraflTR cfc tePwRi aft? f^rr-f^nf ft snffrar Ffft I 

d^icRcb mnu 3tfcr RsfafRur enro fen? «it% «^f ?t3 : 

1. qfe <t>ti fafrtff ftwfaa n eraft iwT ftfanff ft RstiPtfecT ?raf m aryneiR 
cjr^ ft Ft^f t rt arRRtftiR sift r?iif R> ftvfld ^jarcreRs? et>r&ir£t ft 

Fd«i<Jcb ^ t eft 3TR!df$IM RRptd fasMteaiotR/^TWT cpt ^§RRlf RT T*# 

»jtfditf, #rt mRrv? au«reat& w&, <& RrerR ^ *njfot mm «fr r?rrt ^ft 

(elsetfclfcUei^R^sn <pt RTCR ff 3m<fl feitl, fe»eilRl h<SH dW^t «& fen? Meld 
Mv^1q>yui cjm'M of <iq>*fl aftr ffft Pt^sfTl («l?rqfi£lletd/’HW R>t RT eft StdA cii-^st 

#ct% rt Wet 4 fcgcifae n m/ mw r> mu wflV i ic*i«g an fff$a art 

dci)^ i 

2 . antraftnt f^?r R*iota , ^FR - a t etR , ffanf #a> atrq> FfSfcar wft mtfau 

l»4ftre ft <Pt ^ft ftufat 3 ^ct iff cpWf 3(k ?R T^Rlf STt f^Rfot%cT ft ft 

cjft^ RT Wft \JRTR c^t 'Moll? ^ft : 

cj). vJcrt tof^encRi/^WT $ cFfwifM/ftiwaff gft Oten ^ % turn/ 
clN'ril 

^5. RRef ft ’JF^T «5t f^Rt «BT Hc«IWci*1 flRR RITRT I 

R. 3tIR 'jTRRT t|>t ^ft f^rft ftM^eileUfi/^WTait cBT Mvjftcb^l efTtRT fcFJ 

v3TT% 3ik vRT^ RffRTRt c^ Rif ff ^gf%Rf <PTRT I 

3. RffRR c^ tznR *t RF RRt 3Tf% m % ftwPlaielfl R^RTfOT MRURRof RTO 

f^TT ^RT #ft RI RReftR RTStRTC $ RFRtR ft RRR if dcb^c^t %5TT ft 
feteftRT RT /3ik 'Hldtfi^cJ 'Wldcbld^ 3tk 3tfWnR W fetft RdT t , 
q ff ReT fclwm cpt aiFRlfit® FRR, «b«SraR, vHIcKIImR 3tk cit^ra# ^ fenj 
RReftR 'H'ftfdl 3fk «RI RRd RR#R ftRnff $ 3T^tR cm4r# feR 
drcbld <l>dR I 

ctnreft : f^gft I^FftaieR rr rv^rrr rtrr fen? Rti% m mRrr RRf&R rtsr 

^RtpR ^ RT2J RTRRJ ft ^ft cbl4sbRt ft R^?T ^ *ptt Woff cPt mRr<( c^t 3FR 3tfRtf^cT 
^TWiaff ft TJR: atlcifed RR% CPI RRRT I Rftl ft f^%?ff f^^qfialeld /MI cpt 
^ft tJT5ft ft T?Rr5t c^f R^ xtffar c^f Tjff TcpR 3tl«ifte0 RWTRt, f^R# Rtt R^T f^RT 
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Stepft Ml M fterit afonaft ait ** M/M.T M at amt i 

W^VlIrHcb araWT Tfrti eft | 


ftwa * ll ' w ^ Brai * araar, TOtfaa Mint 

S 73 2 !'^ ^ ^ ^ ^ ^ ^ 

^tT' TraT ' ^ <Ftf ^ THchi^ vjft anrmf^nT 

gr^T *rmt sm?, ^ n? ^ enffiej, nf^r \ 


: 3rHla ^ N ^ ^ ^T ^ ^ERT fa* f^TT WTeW 

^S^ 3 * ^ awraftR sm w-w <rc 

M ?raf, «f3ferit nR«t an& <* 313 ^ <rt to ^ ^ f^m 
gReTT ^Tcfrrft | s nxw 


: r< Wnraf * ft*R tosB ait# sir M sr amraftis <sm to Pmfe 

ToRTT ^fTTJTTT | 


M ^nfr £ curator ^ ^ ^ ^ ^ f ^ 

^ 3W*-| cfc feFT ^^qjyui vSTT^t cjv^ c^t Ft^ft | 


1*!^ m ^ ^"8’f MclS 3TO Mt #.<R.3IR. TO 

*• ftrcmM cp OTeTfejj *r ^Rid tfpftsn sTsutfrr #rt 


3T5TFKIT ■yen, W 3 ! 
[fWR IlI/IV/162/2005/aroi. ] 



ALL INDIA COUNCIL FOR TECHNICAL EDUCATION 
NOTIFICATION 
New Delhi, the 16th May, 2005 

(Regulations for entry and Operation of Foreign University/Institutions Imparting Technical Education in India) 

No. f. 37-3/Legai/2005.— In supersession of the Regulations Notified by the 
Council vide Notification No. F.37-3/Legal (vi) 2003, dated 3rd April 2003 
and in exercise of the powers conferred under Section 23 read with Clause 
(b), Clause (f), Clause (g) and Clause (n), (o), (p) of Section 10 of the 
AICTE Act, 1987, (Act 52 of 1987), the Council hereby, makes these 
regulations for regulating entry and operation of Foreign Universities/ 
Institutions imparting technical education in India. 

Objectives: 

a. To facilitate collaboration and partnerships between Indian and 
Foreign Universities / Institutions in the field of technical education, 
research and training. 

b. To systematize the operation of Foreign Universities/Institutions 
already providing training and other educational services including 
that of coaching of students, in India leading to award of degree and 
diploma in technical education, either on their own or in collaboration 
with an Indian educational institution, under any mode of delivery 
system such as conventional/ formal, non-formal and distance mode. 

c. To safeguard the interest of students' community in India and ensure 
uniform maintenance of Norms and Standards as prescribed by 
various Statutory Bodies; 

d. To enforce accountability for all such educational activities by 
Foreign Universities / Institutions in India; 

e. To safeguard against entry of non-accredited Universities / Institutions 
in the Country of origin to impart technical education in India. 

f. To safeguard the nation’s interest and take punitive measures, 
wherever necessary, against the erring institutions, on case-to-case 
basis. 
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Short Title and Commencement: 

1. These Regulations may be called the AICTE Regulations for Entry 
and Operation of Foreign Universities in India imparting 
technical education, 2005. 

2. These Regulations shall come in force on the date of their publication 
in the Official Gazette. 

%z. 

Applicability: 

These Regulations shall cover and apply to: 

1. Foreign Universities / Institutions interested in imparting technical 
education in India leading to award of diplomas and degrees including 
post graduate and doctoral programmes. 

2. Indian University / Institution which is already in existence and is 
duly approved by AICTE, interested in imparting technical education 
leading to award of diplomas / degrees including post graduate and 
doctoral programmes of a Foreign University through collaborative/ 
twining arrangements. 

3. The existing collaborative agreements/ arrangements with Foreign 
Universities/Institutions offering technical education in India. 

4. Any other educational activity carried out in India, in any manner, by 
the Foreign Universities/ Institutions, as may be decided by the 
Council to bring such activities under these Regulations. 

On commencement of these Regulations no Foreign University/ Institution 

shall establish /operate its educational activity in India leading to award of 

diplomas/ degrees including post graduate and doctoral without the 

expressed permission /approval of the Council. 

Definitions: 

Unless the context otherwise requires : 

a. AICTE means the All India Council for Technical Education 
established under Section 3 of the AICTE Act (52 of 1987) by the 

Parliament for co-ordinated development of technical education in the 
Country. 
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b. NBA means the National Board of Accreditation, authorized body 
under AICTE Act to accredit programmes of technical education 
imparted by Universities / Institutions in India and recommend 
recognition/de-recognition of institution or the programme. 
c N All other words and expressions used herein and not defined above 
but defined in the AICTE Act shall have the meaning as assigned to it 
in AICTE Act (52 of 1987). 

Procedure for Registration: 

1. Any application to AICTE by a Foreign University / Institution 
seeking to operate in India either directly or through collaborative 
arrangement with an Indian University / Institution must be 
accompanied by a No-Objection Certificate issued by the concerned 
Embassy in India. The Missions of the concerned Countries shall be 
required to certify genuineness of the educational institutions of their 
respective countries willing to offer study programmes in India. 

2. The concerned Foreign University / Institution shall submit a Detailed 
Project Report (DPR) to AICTE along with application in a prescribed 
form, giving details regarding infrastructure facilities, facilities 
available for instruction, faculty, prescribed fee, courses, curricula, 
requisite funds for operation for a minimum period of three years and 
other terms and conditions of collaboration, if any, along with 
following: 

a. A No-Objection Certificate issued by the concerned Embassy in 
India certifying genuineness of the Foreign University/ Institution 
in the Country of its origin. 

b. A copy of certificate indicating that the applicant Foreign 
University/institution has been setup/established in the Country of 
its origin and is approved and accredited by the Government or an 
agency authorized by the Government of the Country of its origin. 

c. A copy of certificate of registration of the Society/Trust/the Indian 
Educational Institution under Societies Registration Act and any 
other similar Act. 

d. A Detailed Project Report (DPR) in the prescribed format, giving 
details regarding availability of infrastructure facilities, faculty, fee 
to be charged from students, admission procedure, course 
curricula, mode of delivery availability of requisite funds for 
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operation for a minimum period of three years, terms and 
conditions of collaboration between the Foreign 
University/Institution and the Indian Educational Institution etc. 
e. A Demand Draft for Rs. 5000/- drawn on a Nationalised bank in 
favour of "The Member Secretary, AICTE", payable at New Delhi. 

3. AICTE shall after receiving the application along with PPR, 
acknowledge the receipt of the application. The proposal shall then be 
processed internally and any deficiency shall be communicated and , 
additional documents, if any required, shall be asked for. 

4. Once the AICTE is convinced that the proposal is complete in all 
respects, a Standing Committee nominated by the Council comprising 
three Advisors heading the Bureaus of the Council shall consider the 
proposal and invite presentation, if warranted. 

5. On the recommendations of the Standing Committee, an Expert 
Committee shall be nominated to visit the institution and assess the 
compliance of minimum Norms and Standards in respect of 
infrastructural and instructional facilities to start programmes of 
technical education and training. 

The applicant Foreign Universities/Institutions, whose applications 
are found to be in order in all respects shall be advised to submit the 
following for further processing:- 

a. A Demand Draft for Rs. 50000/- drawn on a Nationalized bank in 
favour of "The Member Secretary, AICTE", payable at New Delhi 
towards inspection fees. 

b. The Foreign University/Institution shall submit a Refundable 
Performance Guarantee Fee (RPGF) in the form of a Demand Draft 
in favour of "The Member Secretary, AICTE" payable at New 
Delhi for an amount as may be specified from time to time. 

The Refundable Performance Guarantee Fee (RPGF) shall be 
refunded to the concerned Institution after a specified period but 
could be carried forward in case of any violation of Norms, 
conditions, and requirements and/or non-performance by the 
institution and/or complaints against the institution. The 
Refundable Performance Guarantee Fee (RPGF) shall be kept in 
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the form of FDR. Yearly interest accrued thereon shall be released 
to the Institution for scholarships/grants to students as per 
Council’s Guidelines. 

6. Based on the recommendations of the Expert Committee, the EC Sub¬ 
committee comprising of the Chairman, Vice Chairman, the Secretary 

• Education (S&HE), Government of India and the Member Secretary 
(AICTE) would take a decision to issue a Certificate of Registration 
or otherwise, after considering various factors including the quality of 
education, overall merit of the proposal, credibility of the Foreign 
University as well as its Indian Partner intending to start the 
programmes, fees to be charged, etc. 

7. The Registration so granted shall be valid for a specified period 
during which AICTE may review the progress made and periodically 
inform the concerned agencies about the results of such a review. 
After expiry of the said period, the AICTE may extend the registration 
or withdraw the registration or impose such other conditions for 
extension, as it may consider appropriate. In the event of malpractices, 
Registration could be revoked any time. 

8. During the period of operation the Institution shall be treated on par 
with other technical institutions in India and shall be governed by all 
the Rules, Regulations, Norms and Guidelines of AICTE issued from 
time to time. 

Conditions for Registration: 

1. Proposal from the Foreign Universities/ Institutions shall be 
considered under these Regulations provided that they themselves 
establish operation in India or through collaborative arrangements 
with either an Indian Institution created through Society/ Trust Act or 
the relevant Act in India. Only such institutions shall be eligible to 
enter into collaboration/ partnership/twinning arrangements etc. with 
Foreign Universities/Institutions as are already in existence and are 
duly approved by the AICTE. De-novo institutions shall not be 
eligible. No franchisee system shall be allowed under these 
Regulations. 
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2. Accreditation by the authorized agency in parent Country with higher 
grades where grading is available, shall be the pre-requisite condition 
for any Foreign University / Institution to start its operation for 
imparting technical education in India. 

3. The Foreign University/ Institution shall furnish an undertaking 
declaring therein that the degrees/ diplomas awarded to the students in 
India shall be recognized in the parent Country and shall be’ 1 treated 
equivalent to the corresponding degrees/ diplomas awarded by the 
University/ Institution at home. 

4. The educational programmes to be conducted in India by Foreign 
Universities / Institutions leading to award of degrees, diplomas, shall 
have the same nomenclature as it exists in their parent Country. There 
shall not be any distinction in the academic curriculum, mode of 
delivery, pattern of examination etc. and such degrees and diplomas 
must be fully recognized in their parent Country. 

5. All such Foreign Universities / Institutions which are registered in 
India for imparting technical education leading to award of degrees 
and diplomas shall have recognition at par with equivalent Indian 
degrees, subject to the fulfillment of criteria laid down at Clause 6 
below. 

6. The proposal from Foreign University seeking equivalence of 
technical courses/ programmes at degree, diploma or post graduate 
level for mutual recognition of qualifications for the purpose of 
imparting such courses in India under collaborative arrangements or 
otherwise shall be considered by AICTE through its Standing 
Committee on Equivalence comprising of representatives from UGC, 
AIU and AICTE or such other mechanism as may be decided. In case 
such equivalence has already been established by AIU or any 
recognized Government body, the same may be accepted by AICTE 
for the purpose provided those are not in dispute. 

7. It shall be the responsibility of the concerned Foreign University/ 
Institution to provide for and ensure that all facilities are available, the 
academic requirements are laid down and announced prior to starting 
of the programmes. 



Any course / programme which jeopardizes the national interest 
Country shall not be allowed to be offered in India. 


of the 


The fee to be charged and the intake in each course to be offered by a 
Foreign University/ Institution leading to a degree or diploma shall be 
as prescribed by the AICTE, giving due hearing to the concerned 
Foreign University/Institution. 


Educational innovations including experimentation with different 
modes of delivery by a Foreign University / Institution shall only be 
allowed provided such a system is well established either in their 
parent Country or in India. 

The Foreign University / Institution shall have to declare in advance 
the detailed guidelines for admission, entry level qualifications, fees 
of all kinds, the examination and evaluation and there shall not be 
major deviations with the prescribed procedures in their parent 
Country, vis-a-vis India. 

It shall be the responsibility of the concerned Foreign University / 
Institution offering programmes in India to get their AICTE approved 
centres, accredited by NBA soon after two batches have passed out 
from such centres. The study centres/ institutions of collaborating 
private educational service providers which impart technical 
education leading to the award of a degree / diploma of a Foreign 
University shall be considered as a center of the Foreign University / 
Institution, even though the management may be provided by the 
Indian educational institution. 


The Foreign University / Institution shall be bound by the advice of 
AICTE with regard to admissions, entry qualifications and the 
conduct of courses / programmes in technical education, as may be 
communicated to them from time to time. 


For any dispute arising out of implementation of these regulations, 
arbitration authority shall be the Secretary, Department of Education 
in the Central Government of India and the legal jurisdiction shall be 
the Civil Courts of New Delhi only. 
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AICTE may prescribe any other condition for registration, if it is 

expedient to do so in the overall interest of the technical education 
system in the Country. 


16. The Foreign Universities / Institutions already operating in India in 
various forms shall have to seek fresh approval from AICTE within 
six months from the date of issuance of this notification or before 
commencement of ensuing academic session, whichever is earlier and 
shall be governed by the Regulations and Guidelines of AICTE. 

Punitive Measures and Conditions for Withdrawal: 

1. If a Foreign University / Institution fails to comply with any of the 
conditions as contained in the above regulations and/or consistently 
refrains from taking corrective actions contrary to the advice of the 
AICTE, the AICTE may after giving reasonable opportunity to the 
concerned University/Institution through hearing or after making such 
inquiry as the Council may consider necessary, withdraw the 
registration granted to such University / Institution to offer their 
degrees, diplomas in India and forbid such Foreign University / 
Institution to either open Centres or enter into any collaborative 
arrangement with any University / Institution in India. 

The AICTE shall also inform the concerned agencies including 
Ministry of External Affairs, Ministry of Home Affairs, RBI of such 

decisions and advise these agencies to take any or all of the following 
measures: 


a. Refusal / withdrawal for grant of visa to employees/teachers of the 
said Foreign University / Institution. 

b. Stop repatriation of funds from India to home Country. 

c. Informing the public about the withdrawal of the Registration of 
such Foreign University/Institution and the consequences thereof. 

3. In case it comes to the notice of the Council, that a Foreign University 
is running diploma or/and degree at undergraduate, postgraduate and 
research level in technical education in India directly or in 
collaboration with an Indian partner without obtaining a certificate of 
registration. Council shall take immediate steps to initiate action under 
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the Indian Penal Code for Criminal breach of trust, misconduct, fraud 
& cheating and under other relevant Indian Laws. 

Withdrawal :Once the registration of a Foreign University/Institution is 
withdrawn, the Council shall make attempts in co-ordination with concerned 
State Govt, to re-allocate the students enrolled into such programmes to 
other approved institutions of the Council. The Foreign University/ 
Institution in such cases, shall have to return the entire fee collected from 
such students to the allottee institutions in which such students are 
accommodated. Such Foreign Institutions shall not be allowed to open any 
other Centre/Institution or enter into a collaborative arrangement in India. 

Annual Reports : The Foreign University / Institution shall submit an 
annual report giving details of the number of students admitted, programmes 
conducted, total fee collected, amount transferred to parent Country, 
investment made, number of students awarded degree, diploma and any such 
information that AICTE may ask for. 

Inspection; AICTE may cause an inspection, whenever necessary, with or 
without prior notice, to assess the infrastructural and other facilities available 
and/or to verify the compliance of conditions, norms, standards etc. 
prescribed by the AICTE from time to time. 

Interpretation : If any question arises as to the interpretation of these 
Regulations the same shall be decided by the AICTE. 

The AICTE shall have power to issue any clarifications to remove any 
doubt, which may arise in regard to implementation of these Regulations. 

The Regulations shall be subject to suitable review in the light of the 
recommendations of the C.N.R. Rao Committee set up by the Ministry of 
Human Resource Development on this subject 


ANURADHA GUPTA, Member-Secy. 
[ADVT Hl/IV/162/2005/Exty.] 
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